1. Install the new switch into your dash using your original bezel and 1. Install the new switch into your dash using your original bezel and 
nut. nut. 
2. Attach the knob to the shaft and tighten the locking screw. 


2. Attach the knob to the shaft and tighten the locking screw. : : , 
3. Plug the wiper connector from branch 2 of the 92971679 instruction 3. Plug the wiper connector from branch 2 of the 92971679 instruction 
set onto the wiper switch assembly now mounted in the dash to 


set onto the wiper switch assembly now mounted in the dash to rS ; 
complete the switch installation. complete the switch installation. 
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